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Height, 5 feet 2inches. Length, 3 feet Sinches. Depth, 1 foot 8inches. Weight (boxed), 315 pounds. 


; : Float (Walnut Finish 
Style 6 CopE} Fagon (Oak) 
Furnished in Oak or Walnut Finish 


CONTENTS 


Two full sets of Reeds of five octaves each, with Treble and Bass Couplers, Knee 
Swell, Grand Organ, Vox Humana, etc. 
ELEVEN Stops, as follows: 


Coupler 4r Bet 8rt 
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Length, 3 feet 10 inches. Height, 6 feet 4 inches. Depth, 1 foot Sinches. Weight (boxed), 335 pounds. 


. : Sees *~ne } Homestead (Oak) 
Style 121 Furnished in Oak or Walnut Finish. CODE } Honorable (Walnut Finish) 


CONTENTS 


Two full sets of Reeds of five octaves each, with Treble and Bass Couplers, Knee 
Swell, Grand Organ, Vox Humana, etc. ELrven Srops, as follows: 


Buss Viola \ { Melodia) { Dolce 
Coupler 4¥} bet rt 


John Sealey, Worthy Master, St. Bernard Lodge, F. & A. M., Southboro, Mass. 


“There is one of your famous organs in our Masonic Lodge room. This organ we bought of you about twenty 
years ago, and to-day the tone is as sweet and clear as the day we got it. Itis with usto stay; we will not part with 
it. We will say a word for the Estey Organ at all times.” 
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Length, 3 feet 10inches. Height, 6 feet llinches. Depth,1footS8inches. Weight (boxed), 380 pounds. 


. > : wate } Hamlet ae 


CONTENTS 


Two full sets of Reeds of five octaves each, with Treble and Bass Couplers, Knee 
Swell, Grand Organ, Vox Humana, etc. 
ELEVEN Srops, as follows: 


Buss Viola } (Melodia) f Dolce i 
Coupler 4F Br Sr Forte 
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Length, 4 feet 3inches. Height. 6feet4inches. Depth,1foot8inches. Weight (boxed), 370 pounds. 


Style 501. Five octaves | Style 571 six octaves 
CODE} Petter (Oak) CONTENTS CODE} Fiction (Oak) > 


Two full sets of Reeds extending throughout the keyboard, with Treble and 
Bass Couplers, Knee Swell, Grand Organ, Tremolo, etc. 
ELEVEN STOPS, as follows 


Buss Melodia\ { Dolce 
Coupler Bet &rt 


Always specify whether Oak or Walnut Case is wanted 
This organ is furnished in six octave Case always, whether a five octave or six octave interior is used. 
The extra length and proportionate height add much to the appearance of the organ. 
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Length, 4feet2inches. Height, 7 feet. Depth, 1 foot 8iginches. Weight (boxed), 420 pounds. 


Style 801 Five octaves Style 871. six ocraveEs 
“ . {| Flexi Ve ’ “ Ti r (Walnut 
CODE } Inffckering (Oal)” CONTENTS Cope { Hlighty (Walnut) 


Two full sets of Reeds extending throughout the Keyboard, with Couplers, 
Tremolo, Knee Swell, Grand Organ, etc. ELEveNn Stops, as follows: 
{ Greble 
Coupler 


Buss Viola \ /Melodia\ f Dolce Dulciana 
Coupler 4F! &rt Set &F* 
This organ, whether five or six octaves compass, is furnished in the enlarged or six octave Case. 


Always specify whether Oak or Walnut Case is wanted 
This greatly enhances the beauty and impressiveness of the completed instrument. 
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Length, 4 feet 614 inches. Height, 5feet 9 inches. Depth, 1 foot 10inches. Weight (boxed), 410 pounds. 


FIVE OCTAVES SIX OCTAVES 
: Likings (Walnut) { Lighthouse (Walnut) 
St le 632 coped Lilacs (Oak CopE< Lightning (Oak) 
y / ninines Gakorany) Style 672 ( Uikenoue (MatiOgaty) 


Limekiln (Walnut) Lightly (Walnut) 


{Li ightly 
Style 638 home Limestone (Oak) Style 678 cope} Likeminded (Oak) 


Limetwigs (Mahogany) Lignitic (Mahogany) 
{ Limited (Walnut) Lifegiving (Walnut) 


Style 647 cope, camper oe) Style 679 Cope Lifeless (Oak) 


Limeburner (Mahogany) Ligaments (Mahogany) 


Furnished with or without ornamental Top 


Always specify whether Black Walnut, Quartered Oak or Mahogany Finish Case is wanted 


It is the constant aim of this company to supply organs of such design as to suit as nearly as may 
be all classes of purchasers. 

The organ shown above is preéminently artistic in design, is richly decorated and entirely unique. 

The organ itself is wonderfully rich and attractive and full of merit. Furnished in five and six 


octaves compass. 
Thomas R. Patterson, Hayfield, Man. 


“I write to say that I have received the Estey Organ, Style 671. It arrived here all safe and sound in every way, 
and I must say it is a very fine instrument and we are well satisfied with it.” 
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Length (5 octaves), 3 feet 9 inches, (6 octaves), 4 feet2inches. Height, 6 feet 4 inches. .Depth, 1 foot 11 inches. 
Weight (boxed), 380 pounds. 


FIVE OCTAVES SIX OCTAVES 
Style N 32 CODE , Gast Ona Style N oD CopE) Globard (Walnut) 


) Omnibus (Oak) 


Style N 38 Cope } GR One Style N 78 CopE ) Girondist (Walnut) 


t Omnipotent (Oak) 


Style N 47 CoDE Onee Ono Style N 79 CopE) Gladdened (Walnut) 


( Operatic (Oak) 
For detailed description of Interiors, see page ten 
Always specify whether Quartered Oak or Black Walnut Case is desired 


Mrs. Wm. H. White, Boxelder, Wyo. : 


‘We received the parlor organ in good time and in elerant shape. The other one also came through all risht. 
Our music teacher thinks they are fine. I have been the means of selling four organs of your make—the two you 
shipped to Wyoming, and two others years ago in Delaware. I do not know of any one just now who wants to buy an 
instrument, but rest assured if I know where to speak a word I shall do so.” 
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Length (5 octaves), 3 feet 10 inches, (6 octaves), 4 feet 3 inches. Height, 6 feet 4inches. Depth, 1 foot 11 inches 


Weight (boxed), 400 pounds. 
SIX OCTAVES 


{ Gleaming (Walnut) 


FIVE OCTAVES 
Style BEE32 CODE} Gpvicusly (Oa Style FF 72 COPE} Oculist (Oak) 
Style FF 38 cove! @ptrtdine (ay) Style FF 78 cone {Gun Cveinst) 
{ Garter (Walnut) Style FE 79 Cope { Glimmering (Walnut) 


Style FE 47 CODE ) Occasion a (Oak) 


For detailed description of Interiors, see page ten 


Always specify whether Black Walnut or Quartered Oak Case is desired 
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Description of Interiors 


FIVE OCTAVES SIX OCTAVES 
Style 32 Style 72 


Two sets of Reeds with Divided Couplers. ELrvren Srors. Knee Swell and 
Grand Organ (Knee). 


Bass. Treble. 
Melodia Sit au DIaApASON= ta. Penden iM win ONLL, 
Dolce Suhtw ema Gc CLs eee vances hibits, -- 2 OnLt: 
Viola Pfleger aolt es VOX MUD IAN te yn sr natn e) 1d OULe. 
Bass Coupler Treble Coupler 
I Forte II Forte 


Vox Humana 


FIVE, OCTAVES SIX OCTAVES 
Style 38 Style 78 


Three sets of Reeds with one octave of Manual Sub-Bass Reeds and Octave 
Coupler. THIRTEEN Stors. Knee Swell and Grand Organ (Knee). 


Bass. Treble. 
Melodiawiea ce tt. ck Or Lee DIA PASON Se claro oh he ede OMe 
Dolce ee ese are Sar ORL Onan LO LCLAIE De ae Sie eal Pie Oke 
Violetta:(sott) = :. . .. 4ft. ~ Flute se A aie at Tos ankcr ace Aan G: 
Moxeitiptlanten es a6) sp hOlkc AVOX a) UbUAntes oes) ot 2O) Lee 
Sub-Bass ee ee Outten Octave COUupLer 
I Forte II Forte 


Vox Humana 


FIVE OCTAVES SIX OCTAVES 
Style 47 Style 79 


Four sets of Reeds with one octave of Manual Sub-Bass Reeds and Octave 
Coupler. The Harp A®olienne in this action is very effective. As 
an accompaniment it is unexcelled. FirtrEN Stops. Knee 
Swell and Grand Organ (Knee). 


Bass. Treble. 
Melodianaercn-: «a ao te Gee. MA DASOUS. feat. site aeicie. BO EE: 
LD OUCE NM tee a Ra PA at came ts LOUUCL OIL ee ee 8 ft. 
Wil Ol anes athe FS ain SEAN EE: Flute ta tee Si t=! tea SL 
Viola Dolce <u Beal Ores @AST Ee 
Harp4solienne. °.".- . »2:4t.- Vox Jubilante. ..-. — «< 8ft 
Sub-Bass Sree cL OuLes Bourdon eee ee (2. tgae LG be 
Bass Coupler Treble Coupler 

Forte. 


Vox Humana 





One can readily appreciate that with the large number of case designs and the 
different actions, or interiors, it is no easy matter to keep this large variety in stock. 
We are obliged, however, to cater to the demands of many different countries, and 
while we show above three different interiors, please bear in mind wherever refer- 
ence to this page is made for description of interiors, that we can also furnish any- 
thing from a combination as small as one and three-fifths sets to one containing five 
and one-fifth sets. 

The descriptions above are the most popular, and ones that we can furnish 
instantly. 

Naturally, the smaller cases will not take larger interiors than specified. Case 
designs FF, S and C will take actions containing as many as five and one-fifth sets. 


10 


Ww 


an 


om 





Length (5 octaves), 3 feet 10 inches, (6 octaves), 4 feet 3inches. Height, 6 feet 8inches. Depth, 1 foot 11 inches. 
Weight (boxed), 410 pounds. 


FIVE OCTAVES SIX OCTAVES 
Style S 32 cove} Blemes (Walauo Styler d2eacone  aiscem yas) = 
Style S38 conn {janes waar Style S 78 _conej figiea aay 
Style S47 cone Biscay” Style $79 conn Bsminsy (wane 


For detailed description of Interiors, see page ten 
Always specify whether Black Walnut or Quartered Oak Case is preferred 


Mrs. F. E. Long, Public School, Alfredtown, New South Wales. 

‘Some four or five years ago I purchased an Estey Organ from your firm and I must say I could not have gota 
better instrument for the climate. The object of my writing is to inform you of the severe test it was put to during 
the recent disastrous fires. We live in a brick residence surrounded by heavily timbered country. On January 1, we 
were hemmed in by fires on all sides within a few yards of the door. Just picture to yourself a sea of burning timber 
miles wide and the heat so intense that the very floors would burn you, and the furniture hot to the touch. Our organ 
stood the ordeal, not a note out, and nothing any different from when I bought it. No tuner has touched it since I 
bought it, nothing has been done to it, which speaks volumes for the quality of an Estey. Iam very proud to possess 
such an instrument and my husband would like me to purchase a piano from you later on.” 
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Height, 6 feet 8inches. Depth, 1 foot 11inches. Length, 3 feet 10 inches. Weight (boxed), 390 pounds. 


FIVE OCTAVES SIX OCTAVES 
Style C 32 cove} Finnet (Walaa Style C 72 cove} rosso a 


Style C 38 come Haseck wane Style C 78 cove | }iseuse (gage 


Style C 47 cove} ridictogy oa) Style C 79 cove} (cunity (oan 


For detailed description of Interiors, see page ten 


Always specify whether Black Walnut or Quartered Oak Case is wanted 
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Length, 4 feet 10inches. Height, 4 feet Ginches. Depth, 2 feet 2inches. Weight (boxed), 465 pounds. 


Style XOX 7/4 Contains two full sets of Reeds with Divided Couplers as follows: One com- 
plete set of eight feet Reeds, seven and one-third octaves compass; 


___{ Faultless (Oak) one set of eight feet Reeds, four and two-thirds octaves compass, 
CODE + Favoring (Walnut) Treble, and one set of four feet Reeds, two and two-thirds octaves 


! Favoritism (Mahogany) : sae 
‘ Soa compass, Bass, with Divided Couplers. 


Same as Style 74 with the addition of one sixteen feet set of Reeds, four and 
ty C - Ae eli 
two-thirds octaves compass, very effective as solo stop and adds 
a eee Cae ae decidedly to power of full organ. 
ODE~ Fathomless (Walnut) 5 
! Patlings (Mahogany) 





In appearance these organs are the closest possible approach to a piano and every 
detail in design and construction has been carefully considered. 


In tone, they are all that can be desired, while in design, material and all that 
goes to make up a superior organ, they are not excelled. 


The name #sfey is surely an all-sufficient guarantee. 


18 


aan 


eee teen oreo 


Cee eee 
- 


me Be 


ta 


1 
; 
. 
F 
; 
3 
- 
= 
a A 
wo 


; 





Height, 4 feet 7inches. Length, 5 feet. Depth, 2 feet 2inches. Weight (boxed), 445 pounds. 


Style W 74 Contains two full sets of Reeds with Divided Couplers as follows: One complete 

set of eight feet reeds, seven and one-third octaves compass; one 

| Hireling (Walnut) set of eight feet Reeds, four and two-thirds octaves compass, Tre- 

OPE aletcrs Gtasoeany) ble, and one set of four feet Reeds, two and two-thirds octaves 
compass, Bass, with Divided Couplers. 


Style W 75 same as Style 74 with the addition of one sixteen feet set of Reeds, four and two 
thirds octaves compass, very effective as solo stop and adds de- 


Historical (Walnut) cidedly to power of full organ. 
CopE~< Hindered (Oak) 


Highflown (Mahogany) 


Most attractive design Piano-Case Organ ever shown. Nothing in any catalog 
approaches it. 


Will sell itself if it has a fair chance. The absence of Knee Swells makes a 
notable improvement in its appearance. The fundamental Reeds—Diapason and 
Melodia—are in “‘open register,” as they are always wanted. The Vox Jubilante 
and Viola Reeds are controlled by metal stop knobs at each end of the keyboard as 
are also the additional Bourdon Reeds in the style W75. The Couplers are operated 
by the middle pedal. ‘The full scale keyboard enables the performer to render piano 
music with ease. The repetition or response to the touch of the player is instan- 
taneous, as in all Estey Organs. 


H.W. Phillips, Richmond, N.Y. 


“The organ (piano case) you shipped me, after a two weeks’ trial proves to be a real instrument. The tone is 
beautiful, the action is easy and the mechanical arrangements are perfect. Asa piece of designing, the case is simple 
and fine. Jl really feel much indebted to you for the chance of obtaining something that I had looked for for several 
years unsuccessfully.”’ 
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The organs described in the preceding pages are designed primarily for 


the home. 


Organs for churches, chapels, halls, lodge rooms, and schools are described 
in the following pages. No other manufacturer of Reed Organs offers so 
large a variety of desirable styles for these purposes. The great range in prices 
makes it possible for the humblest organization to purchase, and affords to the 
larger institutions organs of satisfactory compass and size. Organs for special 
purposes which appeal to a limited constituency only; organs specially designed 
for students’ practice, having two manuals and pedals; portable organs, folding 
easily for traveling purposes on land or water; special organs for artists’ use 
with beautiful solo effects; and elaborate combinations are described in the fol- 


lowing pages. 


Philharmonic. Where this word appears (opposite the larger cases), it is an 
indication that in the case so specified we use the Philharmonic Reeds. Philhar- 
monic in the Estey factory means the use of larger and more powerful reeds, 
thereby giving greater volume of tone. This is distinctly an ESTEY feature and 
not to be found in other organs. ESTEY Reeds are made in our own factory 


and are the envy of all other Reed Organ Manufacturers. 


THE LATEST FOLDING ORGAN 
Style JJ (Portable) CopE—Folding 
Strong, Durable, Easily Opened and Closed 


Four octaves compass, well voiced, ample wind power. 

Easily transported and always adequate. 

When open, the keyboard is 30 inches from the floor, 
and the case stands 32 inches high. When closed or 
collapsed, the case measures 32 inches long, 14 inches 
wide and 12 inches high. Weight, 60 pounds; boxed, 
90 pounds. 

Provided with strong leather handles for safe and 
easy moving. 

A treasure for missionaries or trav eling singers. 

Furnished in oak only. 





KINDERGARTEN ORGAN 
Style 3 CODE—Falchion 


Length, 824% inches. Height, 32 inches. Width, 12 
inches. Weight (boxed, knocked down), 90 pounds. 
Plain, Substantial, Serviceable, 
Satisfactory 
Contains one four octave set of Reeds, 


specially adapted to small school and class 
work. 





FOLDING ORGAN 


S | D Organ contains two full four octave sets of 
ty eC Reeds and Octave Coupler. Height, open, 
CopE—Fabled 2%feet9inches; Height, closed, 1 foot 2 inches: 

Length, 2 feet 9 inches; Depth, 1 foot 9 
inches; Weight, 70 pounds (boxed, 135 dey. Measure- 
ments, 9 cubic feet. 

This Folding Organ has proven its value and made for it- 
self thousands of friends duri ing the years it has been on the 
market. 

The case is made of oak, and is especially strong and well 

adapted for travel- 

ing purposes. It 
can be readily 
opened or closed 
by one person and 
is secured firmly 
| with very strong 
| brass hooks and 
Screws. 


== es For ordinary 
a. _ Up 


oJ traveling no pack- =— 
eal ¢,. 


eC rr 


yo. i a 











aa E Le ae == = ing case whatever 
a SS is required. 
Great care is exercised in the manufacture of these or gans throughout, waterproof glue, brass screws, coated 
wire, etc., being used to*avoid the disastrous effects of tropical climates on wood and metal alike. 
Hundreds have been sold and are giving splendid satisfaction and their record is certainly phenomenal. 
s 


Organs described on this page are made only in Oak 
16 
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Height, 3 feet 10% inches. Length, 3 feet 8inches. Depth, 1 foot 8 inches. Weight (boxed), 315 pounds. 
i ' ' opie se Floral (Wal Finish 
Style 6 Rail Top. Furnished in Oak or Walnut Finish. Cove } Flood (Onis) Pere 


CONTENTS 


Two full sets of Reeds of five octaves each, with Treble and Bass Couplers, Knee 
Swell, Grand Organ, Tremolo, etc. 


ELEVEN Srops, as follows: 


Bugs 





Mrs. M. B. Rowan, Raphine, Va. 


“We are using one of your organs and are very much pleased with it. The sweet tone of the instrument is often 
spoken of by different members of the church, and they could net be better pleased.” 
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Length, 3 feet 10inches. Height, 4 feet. Depth, 1 foot 8% inches. Weight (boxed), 290 pounds. 


{ Floridness (Walnut) 


Style 11 CODE + mlotilla (Oak) 


An exceedingly attractive case, appropriate for any chapel, lodge room or school. 


The volume and character of tone guaranteed, as in every Estey. 


CONTENDS 


Two full sets of Reeds of five octaves each, with Treble and Bass Couplers, 
Knee Swell, Grand Organ, Tremolo, etc. 


ELEVEN Srops, as follows: 
| Dass Melodia) { Dolce L 
Coupler Br 8r Forte 


Always specify whether Oak or Walnut Case is wanted 
Emily C. Wheeler, Secretary’s Office, National Armenian Relief Committee and Orphan Homes“in 
India, Worcester, Mass. 

“My experience as a missionary in Turkey leads me to say that our Estey Organs which were in use in various 
departments of Euphrates College were the ones that gave us the least trouble, remaining longer in tune, under the 
hard usage they received, than any others we had. In sending out organs to the College and other schools in Turkey 
and also to orphanages, I have preferred to buy the Estey Organ because I felt that its construction was such that it 
would endure hard usage and climatic influences better than any other organ with which | was acquainted.” 
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Length, 3 feet 10 inches. Height, 4feet4 inches. Depth, 1 foot 1linches. Weight (boxed), 330 pounds. 


Style R 32 ~ Exeven Srors Style R 38 Turereen Srors 


al ri We 
Cope | Hivery (Watnuy, Cone | Rogie (yainu® 

Bass Treble Bass Treble 
Melodia wots Oiapason'. A) <8 ft: Melodia.” 2...) .uicitt-. «Diapason. a8 smaoitt: 
DDOICE a EO OULEZAN A) momeit OFEt- DDOUC Ea, io be OMe LUI CIARG aS EL. 
WViiolay eee oy afte VOX jupiaute a Okt: Niaolettan cn macht Seluterg. oe ace 
Bass Coupler ‘Treble Coupler Vox Jubilante . 8ft. Vox Jubilante . 8 ft. 
I Forte II Forte Sub-Bass. . . 16ft. Octave Coupler 

Vox Humana I Forte II Forte 


Vox Humana 
The above organs can be had to order with six octaves compass. 


Style R 97 Sixreen Srors Cope} eee Five Octraves ONLY 
Bass Treble Accessories 

Melodia in. cos ates (OTLt: Diapasonss..,° 5 J.) oe okt. Vox Humana 

DDOUC Ein tah yee swe ONL LDULCLAR Gas ae Okt Treble Coupler 

WHOA a ogl sien) ae ete a EEE. lates arr os oa ee eae ae Bass Coupler 

Viva Dolce a en ee 4 bk: Vox Jubilante . eset tt. Flute Forte 

Harp 4olienne .. . 2 ft. Chorale cme. "s5 chr Otte: Melodia Forte 

SUD|BaSSias. Gel. eel Ouet. 


Always specify whether Oak or Walnut Case is wanted 


Mr. O. L. Merrow, Danville, Va. 
“The organ, Style R 38, was unpacked and tried by one of the most expert players in the South, and he reported 
to the committee ‘that it was the finest toned organ in Danville.” 
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Philharmonic 


ig He 
Foie 
‘ 
¥, nap 
Height, 4 feet 5 inches. Depth, 2 feet 244 inches. Length, 4 feet. Weight (boxed), 400 pounds. 
Two sets of Reeds Bass Treble 
Style H 5S with Divided Coup- Melodia . . . 8ft. Diapason . 8 ft. 
Cope} ee (Oak) lers Dolce i es. SityeDulcranas 8 ft. | 
a ares: Ft Viola... . 4ft. Vox Jubilante 8 ft. | 
ELEVEN Stops. 134 Reeds. Sub-Bass. . . 16 ft. Vox Humana | 
Knee Swell and Grand Organ (Knee). I Forte II Forte 
Style H 38 Three sets of Reeds, Octave Coupler 
\Fantasia(Walnut) With one octave of eee unePle 
CODE ; Henchmen (Oak) M anu al Sub-Bass To of ne : a prspason Choe? > one : A 
Fe Ol Coogi Sempre ULCLANA 
Pee siane oe e Seon ie Vox Jubilante . 8ft. Vox Jubilante . 8 £. 
eT . Je . Violettas(sott) a.) 4itto Blutess oe ee Ate 
Knee Swell and Grand Organ (Knee). Sub-Bass . . . 16 ft. Octave Coupler 
Style H 97 Four sets of Reeds, aie Vox ieneee 
ph pee with one octave of : 
Cope } Fashion (Walnut) ie Bass Treble 
) Heraldic (Oak) Manual Sub-Bass Melodia SireeeMiepason 8 ft 
Reeds and Octave Coupler. Dolce tit Sb PDGICANG eee 8 EE 
The Harp Atolienne in this action is very Wicla um ir vive hottie Mlutests sass ene Att: 
effective. As an accompaniment it is Viola Dolce. . se Vox Jubilante . 8 ft. 
unexcelled. ate fEolienne 2 ft. Choral Sat Seay ats. Lee 
tre oe Sub-Bass . . . 16 ft. Vox Humana 
SIXTEEN STOPS. 2% Reeds. Melodia Forte Flute Forte 
Knee Swell and Grand Organ (Knee). Bass Coupler Treble Coupler 


These organs are furnished with the ESTEy PHILHARMONIC REEDS, which are without a peer in their musical and 
“carrying”’ qualities. The Gothic design of case is especially in keeping with mest church interiors, and the organ in 
its entirety is a marvel of completeness. 


Rev. Colwell Townsend, Pastor Baptist Church, Bradford, N.Y. 


‘The organ, Style H 97, came to hand a little more than a week ago, and it isa beauty. The tone is unsurpassed 
by any other instrument of its class I ever saw. Our people wish to tender their thanks for the interest you have 
shown in the church. We shall always speak well of the Estey.” 
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Height, 4 feet 4inches. Depth, 2 feet 1 inch. 


Style U 55 
C Scale. 


CODE 
Bass 
Diapason 8 ft. 
Dulcitana 8 ft. 
Pilates. *.  4e£t 
Sub-Bass .. . 16f 
I Forte 


Bass Coupler 


cr 
. . 


FouRTEEN STops. 
7 sets (or 3} rows) of Reeds. 


j Ulster (Walnut) 
) Ulterior (Oak) 


Treble 
Bourdon... .. . . Agr: 
Diapason .. . 8 ft. 
Diiczana a+. ~ Sift: 
@horaltascts te 2 ont 
Flute ee en RE: 


II Forte 
Treble Coupler 


Vox Humana 


Length, 4 feet 5 inches. 


Style U 41 


Weight (boxed), 440 pounds. 


SIXTEEN STOPS. 


9 sets (or 45 rows) of Reeds. 


{ Umber (Walnut) 
CODE ) Umbrella (Oak) 


C Scale. 
Bass 
Bourdons, >... L6ne: 
Diapason .. . 8 ft. 
Duictana. - 80) Ste 


Vaolettay.-. 1.5 2 14 te. 
BIGteR eee. « CAE 
Stib-Bass =. :.. 16 it. 


I Forte 
Octave Coupler 


Treble 
Bourdon...) 2. sce: 
Diapason... 9. w. 1olLe: 
Dulctana . . . 8 ft. 
Ghoral ss: SO DGe 
Vox Jubilante gist at 
BPIRtG ys -eete  o AE 


II Forte 
Vox Humana 


Action 97 as described on opposite page may be had if desired in the above 


case, Style U 97. 


James A. Holahan, Rector St. Cecelia’s Church, Coatesville, Pa. 


“It affords me great pleasure to say to youthat the Estey Reed Organ which you placed in our church gives 


perfect satisfaction. In tone, touch and superior workmanship it is what you represented it to be. 


sesses all the qualities that could be desired.” 


In fact, it pos- 





Height, 3 feet 9inches. Length, 4 feet linch. Depth,2 feet 2inches. Weight (boxed), 425 pounds. 


Style Z 56 FiIrTEEN Srops. 


( Grenadier (Mahogany) 
CODE< Gregorian (Walnut) 
{ Gremial (Oak) 


SPECIFICATION 
Bass Treble 
Sub-Bass ; ; : ‘ 16 ft., 18 notes Clarionet ; , ‘ . 16 ft., 30 notes 
Diapason - 8 ft., 31 notes Diapason ; ; 8 ft., 80 notes 
Oboe : ‘ } : 8 ft., 31 notes Oboe ‘ : , : 8 ft., 80 notes 
Vox Jubilante : ‘ ; 8 ft., 31 notes Vox Jubilante . 2 i 8 ft., 30 notes 
Viola ‘ : : 8 ft., 31 notes Flute ‘ ; 4 ft., 30 notes 
Harp olienne (two sets) . 2 ft., 31 notes Harp ZEolienne (two sets) : 2 ft., 30 notes 
Bass Coupler (down) Vox Humana Treble Coupler 
Grand Organ Knee Swell 


The above organ, in its design and specification, or contents, is the very embodi- 
ment of good taste and refinement. 

It is, par excellence, the Artist’s organ and is most satisfying to every demand, 
whether judged from the musical or architectural standpoint. 

It is confidently placed before a large constituency who are seeking the highest 
merit rather than overwrought decoration. 

An organist’s bench, designed along the lines of the style of this case, is furnished 
with each organ. 


John P. Marshall, Professor of History and Theory of M usic, Boston University, Director of Music 
in Middlesex School. 


*‘ For the part of two years I have used an Estey Organ, Style Z 56, in my class room at Boston University, and 
have found it the most satisfactory one manual organ I have ever used. The two manual Estey reed organ in use in 
the chapel of the Middlesex School takes the place of a small pipe organ as regards both quality and quantity of tone.” 


22 


» 





i ra 


Peak. 
PTT. oe wer 
re el st eo 
a : " “THe ae se — 
im; x : Pt err ye oe | ae 
a> TTTte Ly ee 
se tt L eset 
‘St aes es 





Height, 3 feet 11 inches. Length, 4feet5inches. Depth, 2 feet 2inches. Weight (boxed), 420 pounds. 


OLD DUTCH DESIGN 


Style D 56 
CODE 


Maddening (Walnut). Maccabean (Flemish Oak). Macassar (Weathered Oak). 


The case of this instrument is pure Dutch design and is furnished in Walnut, 
Flemish or Weathered Oak, or finished to match any sample of wood finish. 


ARTISTS’ SPECIFICATION 


The action described on the opposite page, Style 56, is furnished in this case. 
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Philharmonic 


Seepage ie 
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(With Blow Handle.) 
Height, 4 feet. Depth, 2 feet 5% inches. 


Style O 94 Fourrsen Srops. F Scale. 


Diviner (Walnut) 


Length, 4 feet 104 inches. Weight (boxed), 570 pounds. 


Style O 97 Sixteen Srops. F Scale. 


{| Honeycomb (Walnut) CopE! 


CODE, Honesty (Oak) ) Divulsion (Oak) 

Bass Treble Bass Treble 
Diapason . . . 8ft. Diapason 8 ft. Corno . . 146ft. Corno aire. 
Dulctana . . . 8 ft. Dulciana Sf Forumpet, 7... 86 1h, -brampet 8 ft. 
Hinte= 3. «2 Jw 4t) "lute : Atte siapason.... -. ovo ft.) a pason.-., 2-4... Ort. 
Flute d’ Amour . 4ft. Vox Jubilante Site = wate ao.) at St. te aera Les 
Harp A®olienne . 2 ft. Choral 8ft. Harp AZolienne. 2ft. Vox Jubilante 8 ft. 
Sub-Bass . 16 ft. Vox Humana Sub-Bass . 16 ft. Vox Humana 
II Forte I Forte Bass Coupler Treble Coupler 
Bass Coupler Treble Coupler 
Style O 57 Seventeen Srors. F Scale. Cope HO OTe 

Bass Treble 
Bourdon 16 ft. Bourdon 16 ft. 
Diapason 8 ft. Diapason 8 ft. 
Dulciana Sft. Dulciana 8 ft. 
Flute . 4ft. Flute ; 4 ft. 
flute @ Amour | 4 ft. luted’ Amour. 4 ft. 
Harp A®olienne . 2ft. Choral 8 ft. 
Sub-Bass 16 ft. Vox Jubilante 8 ft. 


Bass Coupler 


Treble Coupler 


Vox Humana 


Mr. R. R. Russell, Chairman Organ Committee, Baptist Church, Carlisle, Ky. 


‘The organ you shipped us, Style O 94, arrived in good condition, and not even a scratch to mar its beauty could 


be found upon it. 


We are more than pleased, and cannot find words to express our appreciation. It is an instrument 


of beauty, and contains tone and volume that we think cannot be surpassed.” 


Style 
Case E 


Action 54 





A - 





Height, 4 feet 4 inches. 


Depth, 2 feet 8 inches; with Pedals attached, 4 feet 4 inches. 
attached, 6 feet 4 inches. 


Oak or Walnut 


STUDENT ORGAN 
Stye E 54 


sone § Ubiquity (Walnut) 
CODE ) Latitudes (Oak) 





12 Stops. Five Octaves. CC to C4, 61 Notes. 
Great Manual 
Bourdon)-). s..-. 2. =) 2 16)ft;, 61 notes. Dulciana 
| Diapason 5 shes 8 ft., 61 notes. Flute . 


Pedal Organ 
Open Diapason 


16 ft., 30 notes. 
Stopped Diapason 


16 ft., 30 notes. 
Couplers 


Swell to Great Octave Coupler (Great) 


Mechanical Accessories 
Wind Indicator Organist’s Bench 


Pedal Movements 


Vox Humana 


Full Organ 


Pr ON 


Great to Pedals 


een 


De 


———— 


Le 


C 


Length, 5 feet; with 
Weight (boxed), 675 pounds. 


Scale. 


Swell Manual 


Balanced Swell 
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Blow Lever 


8 ft., 61 notes. 
4 ft., 61 notes. 


Swell to Pedals 


Hand Side Blower 
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Philharmonic Series. 


Style V 57 


WirHovur Pier Tor 
| Goodness (Walnut) 


Witru Pire Top 


CODE | Gewgaws (Walnut) 


’ Happening (Oak) CODE | Ghastly (Oak) 
F Scale Seventeen Stops 318 Reeds 
Bass Treble Mechanical 
Bourdon . 16 ft. Bassett . 16 ft. Bass Coupler Treble Coupler 
elodie : i. oe ason : : aa Vox Humana Hand Side Blower 
olce ulctana tC; . 
Violas cas) Sie aati ate Mets ss <A. Grd Org any a BncoSwey 
Viol d’ Amour 4 ft. Flute d’ Amour 4 ft. Organist’s Bench 
Harp A£olienne 2 ft. Choral ae 8 ft. 
Sub-Bass . 16 ft. Vox Jubilante 8 ft. 
Style V 65. 
WirnHout Pirr Top Wirn Pire Top 
IG Ww Gh Walnut 
Cove | Happily (ak) Cove | Ginshop (Oak) 
F Scale Nineteen Stops 392 Reeds 
Bass Treble Mechanical 
Bourdon . 16 ft. Clarionet . 16 ft. Bass Coupler Treble Coupler 
Re u He passe mS a Vox Humana Hand Side Blower 
elodia , . Diapason at } , 

Doatce 8 ft. Dulctana 8 ft. Grang@ Ongan Ae Knee Swell 

Choral ‘ & ft. Organist’s Bench 

Vox Jubilante 8 ft. 
Flute sehr, iebee 4ft. Flute ola es 4 ft. 
Flute dad’ Amour 4 ft. Flute d’ Amour 4 ft. 
Harp olienne 2 ft. Wald Flute 2 ft. 


Into these organs are introduced the speczal scale Philharmonic Reeds. These 
Reeds are not made like the ordinary organ reeds; but have wide tongues or vibra- 
tors which are mounted upon extra wide and heavy brass plates; the Case also is 
much larger than the regular organs, to receive the special size reed board and 
bellows. 

The general effect of this aggregation of heavy-toned reeds is phenomenal, and 
places these organs practically out of competition. 


Furnished either with or without the Pipe Top. 


Always specify whether Oak or Walnut Case is Wanted. 
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Length, 5 feet; with Blow Lever 6 feet 3inches. Height, 4 feet 4 inches; with Pipe Top added, 8 feet 4 inches. 
Depth, 2 feet 4inches. Weight (boxed), 580 pounds; Pipe Top (boxed), adds 265 pounds. 


Finished to match church or hall furnishings when so ordered. Furnished either with or without Pipe Top. 
W.D. Armstrong, Organist and Vice President Music Teachers’ National Association, Alton, Ill. 
‘““The Estey Organ, Style V 57, you furnished us for the oratorio ‘Elijah’ gave satisfaction in every particular. 


The sustaining qualities were most effective in the recitatives, while the power of the bass was wonderful. Both Mrs. 
Rohland and myself were more than pleased.”’ 
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Action 60—Style T Case Philharmonic 


we 


TWO MANUALS AND PEDALS 


With or without Pipe Top 


FIFTEEN Stops. ‘Ten sets of Reeds. 


Without Pipe Top With Pipe Top 
+ . ) Habiliment (Walnut) . { Habitation (Walnut) 
CODE 1 Habitable (Oak) CODE ) Habited (Oak) 


SPECIFICATION 


Manuals 


Five Octaves compass, CC to Ct, 61 notes. 


Pedals 


Two and one-half Octaves compass, CCC to F, 30 notes. 


Great Manual Swell Manual 
Clarionet . - 4 . 16ft., 61 notes Bourdon s ; : . 16 ft., 37 notes 
Diapason . ; Sft., 61 notes Salicional . 8 ft., 61 notes 
Dulciana . 8 ft., 61 notes Flute . ; i ; h . 4 ft., 61 notes 
Trumpet . : 8 ft.,61 notes Harp Aolienne (tworanks) . 2 ft., 24 notes 


Pedal Organ 


Open Diapason . : : . 16 ft., 30 notes Stopped Diapason . . 16 ft., 30 notes 
Total, 511 Reeds 


Couplers 
Swell to Great Swell to Pedals 
Octave Coupler (Great) Great to Pedals 
Accessories 
Vox Humana Wind Indicator Organist’s Bench Hand Side Blower 


Pedal Movements 
Full Organ Balanced Swell 
This organ is designed for use in small churches, and is well adapted also to 
lodge rooms. As in Pipe Organs, the registers or sets of reeds run throughout the 
keyboard instead of dividing, as in the one-manual organs. 


The design on the opposite page represents the Organ with Pipe Top. By covering 
the top the effect without it can be readily observed. 


John P. Hessian, Organist of St. Patrick’s Church, Roxbury, Mass. 
‘I recently had the pleasure of playing one of your two manual organs at the concert given in St. Matthew’s 


Church, Dorchester. The great variety of stops, the delicate solo effects and wonderful power of the full organ 
delighted the hearers as well! as myseit.” 
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Length, 5 feet 5% inches; with Blow Handle, 6 feet 8% inches. Height, 5 feet 7 inches; with Pipe Top, 9 feet 11 inches. 


Depth, 2 feet 8 inches; with Pedals, 4 feet 3 inches. 


Weight (boxed), 975 pounds; Pipe Top adds 365 pounds. 
29 


Action No 61 Philharmonic 


Interior or Action. Sixteen Srops. Eleven sets of Reeds. 


TWO MANUALS AND PEDALS 


SPECIFICATION 


Manuals 


Five Octaves, CC to C4, 61 notes 


Pedals 


Two and one-half Octaves, CCC to F, 30 notes 


Great Manual Swell Manual 
Clarionet . i : ‘ . 16ft., 61 notes Bourdon 
Diapason . ; 8 ft., 61 notes Oboe 
Dulciana . : = : . 8 ft., 61 notes Salicional 
Trumpet . : ; : 8ft., 61 notes Flute 


Harp AZolienne (two ranks) 


Pedal Organ 


Open Diapason . : . 16 ft., 30 notes Stopped Diapason 
Total, 572 Reeds 


16 ft. 
8 ft. 
8 ft. 
4 ft. 
2 ft. 


’ 


’ 


? 


, 


> 


37 notes 
61 notes 
61 notes 
61 notes 
24 notes 


16 ft., 30 notes 


Couplers 
Swell to Great Great to Pedals 
Octave Coupler (Grand) Swell to Pedals 
Accessories 
Vox Humana Wind Indicator Organist’s Bench Hand Side Blower 


Pedal Movements 
Full Organ Balanced Swell 


For illustrations of casing see following pages 


This organ is in touch with the latest developments in reed organ building and 


is appropriate for churches or other public places. 


The registers are complete in themselves and not divided as in single manual 


organs. 


The pedal registers are of the full two and one-half octave scale, the same as 


the modern Pipe Organ. 


It is furnished with the large scale Philharmonic Reeds, which approximate in 


quality of tone the Pipe Organ. 
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Height, 5 feet 8 inches; with Pipe Top, 9 feet Sinches. Depth, 2 feetSinches; with Pedals, 4feet2inches. Length, 5 feet 


9 inches; with Blow Lever, 6 feet llinches. Weight (boxed), 1125 pounds; Pipe Top adds 340 pounds. 


Furnished in Black Walnut or Quartered Oak Casing 
Full description on opposite page 


Style K 61 


Without Pipe Top With Pipe Top 


rane) Hacienda (Walnut) rn. ) Hailstones (Walnut) 
CODE 4 Hackney (Oak) CODE | Haircloth (Oak) 


A very attractive Pipe Top can be furnished, when desired, at a moderate 
advance in cost. 


Rev. E. W. Cole, Hutchinson, Kan. 


“To say to you that the organ, Style G 61, we ordered from you some time ago, gives satisfaction only half 
expresses it. “ We are so proud of it. It is the sweetest toned instrument I ever heard, and a prominent musician said 
last evening that he considered it the equal of a twenty-five-hundred-dollar organ we have in one of the churches here 
in town. Yes, we surely are enthusiastic over our purchase.” 


ol 


Style G 61. fy 


CoDE—Halcyon. 
Furnished with Blow Lever. 
For contents see page 
thirty. 


Length, 6 feet 7 inches; with Blow Lever, 7 feet 9% inches. Height, 9 feet 10 inches. 
Weight (boxed), 1800 pounds. 


position, 4 feet 6 inches. 


ae ee 






Depth, 3 feet; with Pedals in 


